Phone: WEB. 4-3402 (Chester) 


MOORE'S BRICK COTTAGES 

RICHMOND-PETERSBURG PIKE 
MAILING ADDRESS: CHESTER, VA., BOX 278 
Brick Cottages with Bath — Garage — Steam 
Heat — Shady Grove — Bathing — Modern 
Air Conditioned Restaurant. 

G. C. CRUMP, Mgr. and Owner 


GENUINE CURTEICH-CHICAGO C.T. ART-COLORTONE” POST CARD (REG. U.S. PAT.OFF.) 


PLACE 

STAMP 

HERE 










MODERN COTTAGES — AIR CONDITIONED RESTAURANT 


ROUTE No. ] & 301 — 12 MILES SOUTH OF RICHMOND — 9 MILES NORTH OF PETERSBURG 




